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Daily News Clips -- August 23 


GENX 

Wilmington Star-News: Are Chemours, DEQ responding to requests about toxic GenX? 

CONFEDERATE MONUMENTS 
National 

Washington Post: Hundreds protest on UNC campus against Confederate statue 

Washington Post: After Duke incident, rival UNC considers whether to remove Confederate statue 

International Business Times: Charlottesville-Like Rally At University Of North Carolina? Social Media Rumors Suggest 

NC 

AP: Hundreds protest on UNC campus against Confederate statue 

Elizabeth City Daily Advance: Forest: Cooper wrong on monuments 

News and Observer: 'Tear it down': Protesters gather at Silent Sam statue on UNC campus 

News and Observer: UNC declines Cooper's invitation to remove 'Silent Sam' Confederate memorial 

News and Observer: UNC Chapel Hill puts fence around Silent Sam Confederate statue before Tuesday rally 

Durham Herald-Sun: Why UNC says 'Silent Sam' Confederate statue should stay up, for now 

Durham Herald-Sun: The long and controversial life of "Silent Sam" 

Durham Herald-Sun: Silent Sam draws protesters, opinions on social media 

Durham Herald-Sun: UNC campus braces for Silent Sam rally 

Wilmington Star-News: OPINION: Avoid the hypocrisy of selective outrage 

Wilkes Journal-Patriot: Opinions shifting fast on Confederate monuments 

WRAL: Editorial: Legal bickering distracts from resolvinR Confederate monument removal 

WRAL: UNC student arrested after hundreds protest at UNC-Chapel Hill Silent Sam monument 

WTVD: Protest continues at UNC Silent Sam statue; 3 arrests made 

WFMY: UNC Protesters Vow This Will Be The Last Semester 'Silent Sam' Statue Is On Campus 

WXII: Large crowds gather in Chapel Hill to protest UNC's 'Silent Sam' statue 

WCNC: Arrests after clashes at 'Silent Sam* statue rally at UNC, reports say 

WNCN: Rally to remove UNCs 'Silent Sam' has University leaders' attention 

Daily Tar Heel: Loud cries denounce Silent Sam 

Daily Tar Heel: Legal issues complicate Silent Sam's removal 

Daily Tar Heel: UNC declines Cooper’s advice to remove Silent Sam 

Daily Tar Heel: DTH at a Glance: Suns and statues 

The Seahawk: Charlottesville and Confederate statues 

Independent Weekly: UNC Readies for Confederate Monument Protest Tonight 

Progressive Pulse: UNC Professor on Silent Sam, Confederate monuments: "They should come down." 

North State Journal: Gov. Cooper gives UNC green light to remove 'Silent Sam', UNC holds off, citing 2015 law 

Online/Magazines 

Politico: Democratic gubernatorial candidates plunge into Confederate fight 
The Hill: Protests erupt in North Carolina over Confederate statue 
Inside Higher Ed: Tensions grow over Confederate statue at UNC 

Chronicle of Higher Education: UNC Says It Can't Legally Remove Confederate Statue, Despite Governor's Guidance 
Huffington Post: Pain and Shame: Let Us Claim a New Beginning 

Refinery 29: UNC Won’t Take Down This Confederate Statue Despite "Safety & Security Threats” 







































American Lens: 6 Things Gov. Cooper Can Do Today to Erase Racial Legacy in Our State 


REDISTRICTING 

AP: North Carolina legislative map favors GOP, but how much? 

AP: NC Senate releases legislative district map rewrite 

Wall Street Journal: North Carolina Lawmakers Rush to Pass New District Maps 
News and Observer: Here's what the public had to say about GOP redistricting plans 
News and Observer: GOP-drawn districts not much better than before 

Durham Herald-Sun: Political data released on proposed NC maps. Find out which way your district leans 

Greensboro News and Record: Our Opinion: Maps, good and bad 

Greensboro News and Record: Redistricting crowd sent to 'overflow' room 

Greenville Daily Reflector: ENC Republicans join criticism of redistricting plan 

Fayetteville Observer: Public blasts, praises North Carolina's proposed political maps 

Southern Pines Pilot: Plan Puts Moore in New Senate District 

Wilkes Journal-Patriot: Draft maps for districts proposed 

Richmond County Daily Journal: Proposed maps solidify state districts 

WRAL: ' Sham* maps slammed: Public blasts lawmakers over redistricting 

WRAL: New legislative maps crack door for Democrats ... or do they? 

WUNC: Hundreds Attend Legislative Redistricting Hearing 
WTVD: Lawmakers seek public comment on proposed political maps 
WTVD: New NC elections maps: Redistricting or more of the same? 

Spectrum News: Public set to weigh in on redistricting maps 

Independent Weekly: Redistricting Committee Releases New Legislative Maps. Critics Say They're Still Gerrymandered 
Progressive Pulse: Analysis: Large efficiency gap in new legislative maps give Republicans 'enormous edge' 

Huffington Post: North Carolina Republicans Would Give Themselves A Huge Advantage With New Electoral Maps 

GUBERNATORIAL POWERS 

News and Observer: Are Cooper's lawsuits an attempt to seize more power? 

Politifact: NC Rep. Lewis says Gov. Cooper has filed 'nearly one lawsuit a month' to seize power 

VISITS TO PRISONS 

Governing: Governors Pay Prisoners Face-to-Face Visits 

Palmetto Business Daily: Cooper visits transitional house for ex-convicts 

ELECTIONS BOARDS 

WECT: County board crosses party lines with election judge appointments 

LEGAL AID 

Winston-Salem Journal: Our view: Legal aid crucial 

WUNC: Small Budget Cut Deals Big Blow To Low-Income People In Need Of Legal Assistance 

IMSA RACE 

WFMY: IMSA Race Wager Includes Cheerwine, NC Peanuts In Bet Against VA Governor 

ATLANTIC COAST PIPELINE 

WTVR: Thousands urge Virginia governor to stop natural-gas pipeline plan 

LS Tractor USA Jobs 

Rocky Mount Telegram: Distributor to expand operations 
Business Facilities: LS Tractor USA Investing $11.5M In North Carolina 




































ONE NC GRANTS 

Mountain Xpress: Two Asheville-based companies awarded One North Carolina Small Business grants 


BRUNCH BILL 

Jacksonville Daily News: Jacksonville approves 'brunch bill' 

WCTI: Report: Jacksonville city council approves version of brunch bill 





